1.  incident  Name: 


Gold  King  Mine  Spill  (R6) 


3.  Branch: 


R6  New  Mexico 

5.  Operations  Personnel: 

ICS  Position 

Operations  Section  Jon  Rinehart 
Chief: 

Branch  Director:  Jon  Rinehart 

Division/Group  MrPaslanH 

Supervisor/STAM: 

6.  Resources  Assigned: 

Strike  Team/Task  Force/ 

Resource  Identifier  bes 


2.  Operational  Period: ( Date  / Time  ] 

From:  08/  18/2015  0700 

To:  08/  19/2015  0700 


4.  Division/Group/Staging: 


PWS  Assessment  and  Sampling 


Affiliation 


R6  OSC 


R6  OSC 


R6  Water  Quality 


ASSIGNMENT  LIST 
ICS  204  - EPA 


Contact  # (s) 


214-789-  1713 


214-789-  1713 


817-706-8384 


“X”  indicates  204a  attachment  with  additional  instructions 


Contact  info.  # Persons 


Reporting  info/Notes/Remarks 


PWS  Assessment  Team 


Kurt  Limesand  (EPA) 


816-401-9863 


CBI/Ex.  4 


Assess  5 PWS  Treatment  Plants  for 
appropriate  sample  locations 


Mark  Me  Casland  _(EP  A) l_817-706-8384_ 


PWS  Sampling  Team  1 


Momingstar  Pump 
Installation  Team 


7.  Work  Assignments: 


CBI/Ex.  4 


Collect  samples  of  PWS  treated 
water  prior  to  distribution  to 
customers. 


Document  installation  and  operation 
of  pump  connecting  Momingstar 
Water  System  to  Farmington  Water 
Supply 


8.  Special  Instructions: 

For  claims  inquiries:  (Toll  Free):  844-607-9700 
MEDIA  inquiries,  call  970-812-3351 

in  the  event  of  an  emergency,  immediately  call  below-referenced  numbers  and  notify  one  of  the  Deputy  RICs  ASAP 


9.  Communications  (radio  and/or  phone  contact  numbers  needed  for  this  assignment): 

Name/Function  Radio:  Freq./System/Channel  Phone 

In  case  of  emergency  contact  911 

OSC  Roberto  Bernier  214-212-4304 


Celi/Paqer 


CBI/Ex.  4 


10.  Prepared  by:  (RESL)  (Date/  11.  Reviewed  by:  (PSC)  (Date  / 12.  Reviewed  by:  (OPS) 

Time)  Time ) Time ) 


' CBI/Ex.  4 


ASSIGNMENT  LIST 


ICS  204  - EPA  (Rev  02/10) 


4003839 


ED  000552H  00004908-00001 


